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E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, CZ, GW, US 

SUBJECT: US COMPUTERIZED MEDICAL MONITORING AND 
ANALYSIS SYSTEMS TO CZECHOSLOVAKIA-IL 1565 

REF: COCOM DOC (75) 2144 

1 . HEWLETT-PACKARD HAS ASKED THAT GERMAN AUTHORITIES 
LICENSE EXPORT FROM FRG TO CZECHOSLOVAKIA OF $25,000 
WORTH SPARE PARTS FOR HP5600A COMPUTER SYSTEM. NEITHER 
REFERENCED COCOM CASE NOR US LICENSE MENTIONS PARTIAL 
DELIVERY FROM GERMANY. US LICENSE FOR TOTAL EXPORT 
WAS ISSUED ON DEC. 19, 1975 UNDER BEWT NO. 161.430. 

2. ACTION REQUESTED: CONFIRMATION THAT THE EXPORT 
COVERED BY US LICENSE AND US ACCORD ISSUANCE GERMAN 
LICENSE. 
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